The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 

Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P, MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 

SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



09/23/2011 


Jaclyii Sexton 

Assistant District Attorney, Norfolk County 
Dear ADA Sexton, 


Enclosed is the information you requested in regards to Commonwealth vs 


Included 


are copies of the following: 

1. Cuniculum Vitae for Annie Dookhan and Kate Corbett. 

2. Drug Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples. 

Annie Dookhan was the custodial chemist and perfonned the preliminary testing and net weight foi 
tliis sample. Kate Corbett was the confirmatory chemist and analyzed the GC/MS data for this 

sample. 

If you have any questions about these materials, please call me at the number below. 

Annie Dookliaii 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 


(617) 983-6622 
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Ciin icHluni Vitae 


Aimie Kliaii (Dookhaii) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemishy. 
University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistr y. 


Experience: 

2003 ~ present , , • r ■ 

Chemist I. II . Massachusetts Department of Public Health, Drug Analysis Laboratoi-y 

*Completed six-week training course conducted by senior staff withm the Department of Public 
Health, Drug Analysis Laboratoiy. 

^Appointed Assistant Analyst by Assistant Commissioner ot Public Health, 2004 
^Responsible for the identification of illicit dnigs to determine violations of harmful and narcotic 

dn.ig laws. , . f . .1 

^Trained 111 the use of complex analytical instrumentation, microscopes and balances toi ttie 

piiipose of drug analysis. 

*Maintena!ice and repairs of all analytical instillments. j j 

^Responsible for the Quality Control of all analytical insti-iuiients, reagents and controls/standards 

^Oversee the Quality Control/Quality Assurance progiam for the Drug Lab. 

*Writing, revising and reviewing Standard Operating Procedures (SOPs) and Protocols, 

*Notary Public. c .• r- 

^Qualified as an expert witness in Massachusetts Courts and U.S. Distiict L ouit 


2001 -2003 

PC Analyst I. II . UMMS-Massachiisetts Biologic Laboratory, QC 


Material Control 


*Completed proficiency tiainuig conducted by a member of the staff within the MLB Quality 

Control and Quality Assurance Department. . r nr onH 

^Method Development for creating new tecluiiques and enhancing vaccines foi the QC Dept, and 


*Writing, revising and reviewing Standard Operating Procedures (SOPs). 

^Trained and supervised new chemists and interns for the department, 

^Routine QC testing of products for the FDA. 

^Trained m the use of complex analytical instrumentation, and balances tor the pin pose ot gu 
analysis for product and validation projects. 

*Calibration, preventive maintenance, QC and QA ot analytical instrumentation. 

*Coniplete testing of chemicals for Vendor Validation Project tot the FDA. 

^Compendial testing and inteipretat.on of the USP, ACS, FCC, AO AC, Merck Index, PDR, etc. 


Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous ti'amings) 
GLP/GMP training with Massachusetts Biologic Laboratory. 
QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS trainings with Agilent Technologies and Restek. 
HPLC and LC7MS/MS trainings with Waters Cooperation. 

FTIR training with Spectros. 

TOC training with MBL and Sievers. 


Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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Curriculum Vitae 


Kate A. Corbett 
Education 


Bachelor of Science Degree, CHEMISTRY May 2003 

MERRIMACK COLLEGE 

Coursework included; Organic Chemistry, Inorganic Chemistry, Quantitative 
Analysis, Instrumental Analysis, Physical Chemistry, Physics, Calculus 


Employment 

Chemist II State Laboratory Institute (March 2008-Present) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance and trafficking substances to 
determine violation of the Massachusetts drug laws 

> Responsible for the Identification of pharmaceuticals to determine violation of 
the Massachusetts drug laws 

> Operate analytical instrumentation, microscopes and balances for forensic 
drug analysis 

Chemist I State Laboratory Institute (2005-March 2008) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance to determine violation of the 
Massachusetts drug laws 

> Operate analytical instrumentation for the purpose of performing forensic 
drug analysis 

> Successfully completed an eight week training course in the analysis of drugs 
conducted by senior staff of the Department of Public Health, Drug Analysis 
Laboratory 

> Appointed an assistant analyst for the Department of Public Health, Drug 
Analysis Laboratory in 2005. 

Research Associate (September 2003 — August 2005) 

SENSOR TECHNOLOGIES, INC - Shrewsbury, MA 

> Prepared chemistries used in making sensor beads 

> Generated and examined sensors employing fluorescence spectroscopy 

> Performed protein, dye and sugar assays using UVA/IS spectrophotometry 

> Carried out titrations on ricin using fluorescence correlation spectroscopy 

> Statistical analysis of experimental data 

Intern (March 2003 - August 2003) 

MASSACHUSETTS STATE POLICE CRIME LABORATORY - Sudbury, MA 

> Assisted in the gathering of case files to fulfill the National Institute of 
Justice’s No Suspect Backlog Reduction Grant 

> Observed in the Evidence, Criminalistics, DNA, Drug, Trace, Toxicology, and 
Bomb/Arson Units 
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Boston Drug Laboratory 

Department of Public Health 

State Laboratory Institute 

Amherst Drug Laboratory 

Tel (617) 983-6622 


Tel (413) 545-2601 

Fax (617) 983-6625 


Fax (413) 545-2608 

Boston Hours 


Amherst Hours 



To be completed by Submitter To be completed by Lab Persotmel 

Description of Items Submitted Gross Weight Lab Number 
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Officer 

Detective WILLIAM WARD 

i 1 

Def 



Amount 

No. Cont 

1 Cont: pb 

SubstSUB 

Date Rec'd 

11/05/2010 

No, Analyzed: 

Gross Wt: 

4.26 

Net Weight: 2.-^^ 



# Tests; 

\ \ 

Prelim. 

V0^Ov<^ Findings: 


No. Date Analyzed: 

City; Quincy Police Dept. ^ 

Officer: Detective WILLIAM WARD 

Def: 



Amount: 

No. Cont: 

1 Cont: pb 

Subst: SUB 

Date Rec'd; 11/05/2010 

Gross Wt: 7.17 

No. Analyzed: 

Net Weight: ® - ^ ^ 
#Tesls: 

Prelim: 

CxXs^ Findings; 

/ /~f "571 yvJ? 




No 


ate Analyzed: o2-“ ^ 

City 

Officer 

Quincy Police Dept. 

Detective WILLIAM WARD 


Def 



Amount 

No. Cont 

Date Rec'd 

Gross Wt,; 

12.5 

1 Cont: pb 

11/05/2010 

4.28 

Subst; TAB 

No. Analyzed; 

Net Weight: 


# Tests: 


\e^+TL. 


Prelim: 


Findings: 
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Amount: \ X-S 

No, Cont: 1 Cont: pb 

DateRec'd; 11/05/2010 
Gross Wt.: 6.29 


Prelim: Findings- 


Subst: TAB 


No. Analyzed: 
Net Weight 
# Tests: 




City: Quincy Police Dept. 
Officer: Detective WILLIAM WARD 
Def:^ 

Amount: 3.0 

No. Cont: 1 Cont: pb 

DateRec'd: 11/05/2010 
Gross Wt.: 2.73 


Date Analyzed: 


^ I 


Subst: TAB 


No. Analyzed: 

Net Weight: !• 
# Tests: 


Prelim:' 




City: Quincy Police Dept. 
Officer: Detective WILLIAM WARD 
Def: 

Amount: 1-0 

No, Cont: 1 Cont: pb 

DateRec'd: 11/05/2010 
Gross Wt.: 2.04 


Date Analyzed: ^ 




Subst: TAB 


No, Analyzed: 
Net Weight: 


# Tests: 


Prelim: 


Findings: 
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City: Quincy Police Dept. 
Officer: Detective WILLIAM w/aph 

Amount: 1.0 


No. Cont: i Cont: pb 

DateRec'd; 11/06/2010 
Gross Wt.: 2,25 




SubstTAB 


No, Analyzed: 
Net Weight: 


^ Tests; 




Prelim. ^ 


Findings; \ 


City; Quincy Police Dept. 
Officer: Detective WILLIAM WARD 


Amount: 1.0 

No. Cont; i Cont; pb 


Date Analyzed 






Subst. TAB 


DateRec'd: 11/05/2010 
Gross Wt.: 2.73 


Prelim;’’ 


No. Analyzed: 
Net Weight 


# Tests 




Findings: 


No. 

City: Quincy Police Dept. 
Officer: Detective WILLIAM WARD 

Amount: 1.0 

No. Cont: i Cont: pb 


Date Analyzed; 




Subst: CAP 


Date Rec'd; 11/05/2010 
Gross Wt.: 2.01 


Prelim: } 


Findings; 


No. Analyzed: 
Net Weight: 


# Tests 
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PHYSICAL DESCRIPTION: 








Gross Wt ( ) 

Gross Wt { ) 

Pkg. Wt; 


Net Wt 


2-^^\S 






PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( V) 

Marquis -V _ 

Froehde's 


MIcroctvstalline Tests 

Gold 

Chloride 


TLTA 


OTHER TESTS 



PRELIMINARY TEST RESULTS 
RESULTS WM.O 


GC/MS CONFIRMATORY TEST 


DATE 


X.- t i 


OPERATOR \<LpsC. 


DATE a-x.'X-M 


Revised 7/2005 


Corbett email PRR 008422 














DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY 


ANALYST 

-^ 

Evidence WL 


PHYSICAL DESCRIPTION: 

UD'Nv Jvd ^.AJL-tSi S!. V<^V 

'A \ Njia 

ck.VS.o 0:5c\\c«M.e.(S 


Gross Wt ( ): 0 . ^0^1 

Gross Wt ( ):_ 

Pkg. Wti_ 

Net Wt: O ■ 5 \ ’Sn 




PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( -y) 
Marquis 
Froehde's 

Mecke's 


MIcrocrvstalllne Tests 
Gold 

Chloride _ 

TLTAX:;^_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS ^ r>cc.{v.A^ 
DATE 2,-vS-u 


GC/MS CONFIRMATORY TEST 

RESULTS C O CLCc-vAja. 

MS 

OPERATOR _ 

DATE '2.'2.7--h 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 

No. of samples tested; 


AGENCY_ t-N 


ANALYST 
Evidence WL 




PHYSICAL DESCRIPTION: 

OKpjLfiA OOt<\ 




Gross Wt ( ):_ 

Gross Wt ( );_ 

Pkg. Wt:_ 

NetWf. 


PRELIIVirNARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalllne Tests 
Gold 

Chloride_ 

_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR__ 

DATE 


Revised 7/2005 
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Drug Information 


DRUG NAME: ALPRAZOLAM 
INGREDIENTS: ALPRAZOLAM - 1 MG 


Color: Green 
Shape: Oval 

Imprint: s 9 02 The tablet is imprinted 
with S to the left of the bisect and 902 to 
the right of the bisect. , S 902 The tablet 
is imprinted with S to the left of the 
bisect and 902 to the right of the bisect, 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
90 , Bottle of 100 , Bottle of 500 , Bottle 
of 1000 

AAPCCCode: 007000 - 
Benzodiazepines 


NDC: 67253-0902-09 
67253-0902-10 
67253-0902-50 
67253-0902-11 

Excipients; Lactose ; Magnesium 
Stearate ; Cellulose, 

Microcrystalline ; Silicon 

Dioxide ; Sodium Benzoate ; Starch 

(1500); GreenLake 

Blend ; Crospovidone ; Docusate 

Sodium 

Regulatory Status: Schedule !V 
Availability: United States 
Product ID 6828333 
Contact: Dava Pharmaceuticals 


Copyright© 1974-2011 Thomson Reuters. Ai! rights reserved. 


http://www,tho!iisoiilic.coinymicromedex2/iibranaii/PFDefaultActionId/evidencexpert.Dis... 9/23/2011 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 




No. of samples tested; 


ANALYST ^ <r) 


Evidence Wi 


PHYSICAL DESCRIPTION: 


a. s 


^jQCX-V 



Gross Wt( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt; M 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTA_i_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS (vvc^fo 

DATE t.S- 11 _ 


GC/MS CONFIRMATORY TEST 

RESULTS ^Vrn 


MS 

OPERATOR 

DATE 


\cpy<l_ 


•X.-'t-X. ' \ ( 


Revised 7/2005 
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Drug Information 


DRUG NAME: DEXTROAMPHETAMINE SACCHARATE, AMPHETAMINE ASPARTATE, 
DEXTROAMPHETAMINE SULFATE, AMPHETAMINE SULFATE 30 MG TABLET 

INGREDIENTS: DEXTROAMPHETAMINE SULFATE - 7.5 MG 

AMPHETAMINE SULFATE - ■ 7.5 MG 
DEXTROAMPHETAMINE SACCHARATE - 7.5 MG 
AMPHETAMINE ASPARTATE 7.5 MG 


Color: peach 
Shape: Oval 
Imprint: B; 974; 3; 0 
Form: Tablet 

Available-Container-Size: Bottle of 

100 

AAPCCCode: 001000 - 
Amphetamines and Related 
Compounds 


NDC: 00555-0974-02 
Regulatory Status: Schedule II 
Availability: United States 
Product ID 6235447 
Contact: Barr Laboratories 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


httD'/Zwww thonisonhc.com/niicroinedex2/iibrarian/PFDefauitActionld/evidencexpert,Dis... 9/23/2011 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 

No. of samples tested: 


AGENCY 


PHYSICAL DESCRIPTION: 


_ ANALYST_ 

Evtdenee Wt 


Gross Wt ( ): 

Gross Wt ( ): 

Pkg. Wt:_ 
Net Wt: 


\ ’SO 




PRELIMINARY TESTS 
Spot Tests 


MIcroctvstalllne Tests 



PRELIMINARY TEST RESIII TR 


g.- t 


GC/MS CONFIRMATORY TEST 
RESULTS r\ o r . 


MS 

OPERATOR 

DATE 


1- Z 2-- 1 


Revised 7/2005 
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Page 1 of 1 


Drug information 

DRUG NAME; SUBOXONE TABLET 

INGREDIENTS; BUPRENORPHiNE -8 MG 
NALOXONE -- 2 MG 

Color; orange 

Shape; Six-sided 

Imprint: N8 Sword Logo 

Form; Sublingual Tablet 

Available-Container-Size: Bottle of 30 

AAPCC Code: 200625 - 
Buprenorphine 


NDC: 12496-1306-02 

Regulatory Status: Schedule III 

Availability: United States 

Product ID 6370996 

Contact; Reckitt Benckiser 
Pharmaceuticals 



Copyright© 1974-2011 Thomson Reuters. Ail rights reserved. 


tittD-//www.thonisonhc.com/micromedex2/librariaii/PFDefaultActionI(i/evidencexpert.Dis... 9/23/2011 
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* 135 ! 


:e's 


ANALYST 



Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: 6^2-3 &*i 


Mlcrocrystalllne Tests 


Gold 

Chloride 



GC/MS CONFIRMATORY TEST 


RESULTS 


MS 
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Drug Information 


DRUG NAME: ALPRAZOLAM 
INGREDIENTS: ALPRAZOLAM - 2 MG 


Color: white 

Shape: oblong, quadrisected scored 
Imprint; G; 3722 
Form; Tablet 

Available-Container-Size: Bottle of 
500 . Bottle of 100 

AAPCCCode: 007000 - 
Benzodiazepines 


NDC: 59762-3722-03 
59762-3722-01 

Excipients: Silicon 
Dioxide ; Lactose ; Cellulose ; corn 
starch ; Docusate Sodium ; Magnesium 
Stearate ; Sodium Benzoate 

Regulatory Status: Schedule IV 

Availability: United States 

Product ID 5274321 

Contact: Greenstone 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


tittn-//www thnm.snnhc.eom/micromedex2/Iibrarian/PFDefaultActionId/evidencexpert.Dis... 9/23/2011 
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DRUG POWDER ANALYSIS FORM 


SAMPLE M 



No. of samples tested; 


AGENCY 






ANALYST 
Evidence Wi 




PHYSICAL DESCRIPTION: 



^L. 



Gross Wt ( ):^_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: O • baL>\ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcrvstalline Tests 
Gold 

Chloride _ 

tltaj_j_ 

OTHER TESTS 

PAca- ocv. f- Fv 


PRELIMINARY TEST RESULTS 
RESULTS '5v\cigr\r^i^V 
DATE 1- Vk-I 1 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE 


Revised 7/2005 
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Drug Information 


DRUG NAME; VIAGRA 

INGREDIENTS: SILDENAFIL CITRATE - 100 MG 


Color; blue 

Shape; Diamond , rounded 

Imprint; Vgr; 10 0; Pfizer 

Form: coated tablet 

Available-Container-Size; Bottle of 30 

AAPCC Code: 777774 - Other Types 
of Vasodilator 


NDC; 00069-4220-30 

Excipients: microcrystaltine 
cellulose ; dibasic calcium phosphate 
(ANHYDROUS); Croscarmellose 
Sodium: Magnesium 
Stearate; hydroxypropyl 
methylcellulose; Titanium 
Dioxide ; Lactose ; Triacelin ; FD&C 
Blue No. 2 (LAKE) 

Regulatory Status: RX 

Availability: United States 

Product!D 5685114 

Contact; Pfizer 



httn://www.t)ionisonhc.coni/micromedex2/librarian/PFDefaultActionId/evidencexpert.Dis,.. 9/23/2011 
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Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


iiUnV/www. thomsonhc.com/micromedex2/librarian/PFDefaultActionId/evidencexpert.Dis... 9/23/2011 
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PRELIMINARY TEST RESULTS 



















DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY 


ANALYST 
Evidence Wt 




PHYSICAL DESCRIPTION: 

'n 





'-^_4,ILaO 



Gross Wt{ ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: 0,1. taps 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (— )-^ 
Marquis ^ 
Froehde's 
Mecke's 


MIcrocrvstalllne Tests 
Gold 

Chloride_ . 

TLTAj_J_ 

OTHER TESTS 
_0\\Lo^-^ _ 

Q-O -*r 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE 


GC/MS CONFIRMATORY TEST 

RESULTS SuAoncx^\ 

MS 

OPERATOR _ 

DATE 2.-7.^-. , 


Revised 7/2005 
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Area Percent / Library Search Report 



Information from Data File; 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\02_17_11\772507.D 
P. PIRO 

17 Feb 2011 11:52 

BLANK 

1 

DRUGS 

RTE 


Abundance TIC: 772507.D 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


772507.D 


Mon Sep 19 11:18:56 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D;\SYSTEM4\02_17_11\772508.D 
P. PIRO 

17 Feb 2011 12:06 

COCAINE STD 

8 

DRUGS 

RTE 


|<\bundance 
1500000: 


4(67 


TRT: 772508D 


i 1000000 

i 

500000! 


iime-> 2.00 2.50 3.00 3.fe0 4.00' 4.505.00 5.50 6.00 6.bo 7.00 7.50 8.00 8.50 9.00 9,50 


Ret. Time 

Area 

Area % 

Ratio % 

4.666 

1775087 

100.00 

100.00 


772508.D Mon Sep 19 11:19:01 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM4\02_17_ll\772508.D 

Operator : P. PIRO 

Date Acquired : 17 Feb 2011 12:06 

Sample Name : COCAINE STD 

Submitted by ; 

Vial Number : 8 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 95 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 4.67 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\02_17_11\772511.D 
P. PIRO 

17 Feb 2011 12:46 

BLANK 

ASD 

1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


772511.D Mon Sep 19 11:19:12 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\02_17_11\772512.D 
P. PIRO 

17 Feb 2011 13:00 


ASD 

12 

DRUGS 

RTE 


Abundance 
i 4000000 


3000000i 


2000000I 


1000000 i 

3.90 

i 1 

Time--> ° 2.i}0 2.bo ioO ' 3.50 ' 4.00 


TIC: 772512:0“ 

4|67 

I 



4.S^T5o 5.50 ’ 6.00 6.5o" f 00 7.fe 8.00 8.50 9.5o^ 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.901 

842541 

17.09 

20.62 

4.668 

4086325 

82.91 

100.00 


772512.D Mon Sep 19 11:19:17 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\02_17_11\772512.D 
P. PIRO 

17 Feb 2011 13:00 


ASD 

12 

DRUGS 

RTE 


Search 

Libraries; C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 95 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1 3.90 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3/5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


148 


Average of 3.8/0"to 4.018 min.:7/551'2,D (-) 


80: 


204 


60] 


40^ 


201 


73 



10^ 121 

1 ; 







I 

51 [ 

: 89 

! i 

j 

■ J ^ 

176 

] 160 i. 188 i 

■ 

227 241 

265 281 297 

330 

356 

409 




Abundance 


¥123424: lmidazd(2,1 -bjthiazole, 2,3,5,6-(etfafiydrd-6-phenyl- 
148 

204 


80 


73 


60 


40] 


20 ] 


45 


I 101 


59 


89 


127 


0^ 


116 


176 

160 i 189 


mlz-> 40 60 80 100 120 140 


1^0 180 ’2(io 220 24 o 260 


280 300 320 340 360 


400 


772512 .D 


Mon Sep 19 11:19:18 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


; D:\SYSTEM4\02_17_11\772512.D 
: P. PIRO 

: 13:00 

: ASD 
; 12 
; DRUGS 
: RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Library/ID 


Minimum Quality: 95 
Minimum Quality: 90 


PK# 

RT 

I 

2 

4.67 

C 

c 

Abundance 


2 

80| 



60| 



40: 


105 

20 ; 


!! i 

i j 

i 

oi-^ 

67 

L'ii -1 



CAS# 


Qual 


000050-36-2 99 


Average of 4.63'6 to 47774 miri.: 7725T2‘.Tr(-) 


182 


122 

138^f ^66 


198 


303 


272 


221 243 259 i 288 ; 317 335 355 


406 


455 476; 


Abundance 


80 ; 


W29: COCAIRR 


82 


182 


60: 


40 i 


20 ! 


42 


I 105 


0; 


68 


122 
i 138 


152166 


198 


214 244 259 


272 


303 


;m/z-> 40 60 ’ 80 100 1M 140 160 'l80 200 220' 24o' 2^0 2^0 3^0 320 340 30o 3S0 400 420 4^0 460 

772512.D Mon Sep 19 11:19:19 2011 Page 3 


Corbett email PRR 008443 


























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acquis!tionMeth 
Integrator 


D:\SYSTEM4\02_17_11\772516.D 
P. PIRO 

17 Feb 2011 13:55 

BLANK 

1 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


772516.D Mon Sep 19 11:19:29 2011 Page 1 


Corbett email PRR 008444 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM4\02_17__11\772 517 .D 
P. PIRO 

17 Feb 2011 14:08 

COCAINE STD 

8 

DRUGS 

RTE 


Abundance 

i 20000001 

I 1500000] 

i 1000000^ 

500000] 

: ot -v, ... . ,, 

|Time-> 2,00 2,60 3,00 3.50 


TfC;772'5Tm 


4166 


4.00 4.50 5.00 5.50 6.00 6.50 


7.bo 7.50 8.00 8.50 ' ' 9.00" 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.663 

2069270 

100.00 

100.00 


772517.D 


Mon Sep 19 11:19:33 2011 


Page 1 


Corbett email PRR 008445 










Area Percent / Library Search Report 


Information from 

Data File: 

File Name ; 

D:\SYSTEM4\02 17 ll\772517.D 

Operator ; 

P. PIRO 

Date Acquired ; 

17 Feb 2011 14:08 

Sample Name i 

Submitted by : 

COCAINE STD 

Vial Number ; 

8 

AcquisitionMeth: 

DRUGS 

Integrator : 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 95 

C:\DATABASE\PMW_T0X2.L Minimum Quality; 90 

C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


CAS# Qual 


1 4.66 


C;\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


iAtiiindance 


82 


Average of 4.641 To 4.7Mmin,: 77251713 (-) 


80 


182 


60 


40 


105 


20 


42 


55 68 


122 


303 


152 ■ ^ 272 i 

' : hi ; i, : i;i :! 135 I 225 244 258 i 288 332 _ __368 406 ^. 4^\ 

°40 ^ l6o' 180' 260' 220 240 2^ 280 30o' 320 34o’ 3^) 380 400 420.440 48o j 


lAbunciance 


80; 


60) 


82 


¥2g:TraCAINE 


182 


40) 

20 

0 ; i-, 


55 68 


105 


122 i 198 ,7, 

152166 ; ! 214 244 259 j 


303 


135 


mlz-> ’40 60 'so Too 120 140 160 180 200 220 240 


2^6 360' 320 340 360 380 400 420 440 460 


772517.D Mon Sep 19 11:19:33 2011 


Page 2 


Corbett email PRR 008446 






















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\02_17_11\772519.D 
P. PIRO 

17 Feb 2011 14:35 

BLANK 

1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


772519.D 


Mon Sep 19 11:21:09 2011 


Page 1 


Corbett email PRR 008447 




























Area Percent / Library Search Report 


Information from Data File: 


File Name 

D : \SYSTEM4\ 

02 17 11\772520.D 

Operator 

P. PIRO 


Date Acquired 

17 Feb 2011 

14:49 

Sample Name 
Submitted by 

HEROIN STD 


Vial Number 

20 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 



Abundance 

j 


TIC: 772520.D 

6|51 

'i i 

■: 

1 ' 

5000001 

J 


400000! 

300000 ! 

200000 ! 

100000 i 


1! 

1 ' 

■ i 

* 

i ‘ i 

! 1 : 

! \ 

ilm 0 -> 2.00 2,50 3.00 

3.50 ’ 4.00 4.50 

' 5.06 ' 5.OT 6.00 ' ‘ 6.60 ' ' 7.06 ’ ' fsO ' aoo" 8.50 9.00 9.h6 j 


Ret. Time 

Area 

Area % 

Ratio % 

6.509 

1125152 

100.00 

100.00 


772520-D 


Mon Sep 19 11:21:14 2011 


Page 1 


Corbett email PRR 008448 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name ^ 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D : \SYSTEM4\ 
P. PIRO 
17 Feb 2011 
HEROIN STD 

20 

DRUGS 

RTE 


02__17__11\772520 .D 
14:49 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 95 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6.51 

C:\DATABASE\SLI.L 

HEROIN 

000561-27-3 

99 


jABundance 


4:3 


801 


601 


40 \ 


20 


81 


Average orBlTSD Id 6T59&min.: 77252T!rD (-) 


268 


215 


94 


115 146 


162 


0^ 


59 

M : i 

. 1 181 

II i i- 

197: 

: i 238240253 I 

60 

"so ’ i66 iio 140 

ibo 180 


'3^ 2bo 


327 


310 


296 


369 


341 354 


399 416429 


Abundance 


4:3 


FT: HEROIN 


80 


60 


401 


20 : 


59 


81 


94 162 

: 128 i 


268 


327 


310 


174 


215 

0 1 U 

369 

1 ; 

1 

i : 228240253 

: 264 i 

i 298 , 

1 .. 

co\ 


40 6b 80 100 120 140 160 180 200 220 240 260 280 300.320 340 360 38^.400 420 


772520.D 


Mon Sep 19 11:21:15 2011 


Page 2 


Corbett email PRR 008449 































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D;\SYSTEM4\02_17_11\772521.D 
P. PIRO 

17 Feb 2011 15:03 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abunc^^ 


TIC: 772521.D“ 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


772521.D 


Mon Sep 19 11:21:25 2011 


Page 1 


Corbett email PRR 008450 




















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D ; \SYSTEM4\ 
P. PIRO 
1 Feb 2011 


ASD 

22 

DRUGS 

RTF 


02_17_11\772522.D 
15:16 


Abundance 

I J 

I 400000; 

I I 

3000001 


TrC:7725Z2rr 


6150 


200000 : 


100000i 


OL 


Time-> 2,00 2.60 3.00 3,50 4.00 4.60 5.00 


'5.50 ' 


6.00 6.50 7.00 7.50 


ibo^'e.so" 


9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.503 

883532 

100.00 

100.00 


772522.D 


Mon Sep 19 11:21:30 2011 


Page 1 


Corbett email PRR 008451 












Area Percent / Library Search Report 


from Data File: 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D;\SYSTEM4\02 
P. PIRO 
17 Feb 2011 



22 

DRUGS 

RTE 


17_11\772522.D 
15:16 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2,L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 95 

: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6.50 

C;\DATABASE\SLI.L 

HEROIN 

000561-27-3 

99 


Abundance 


43 


80 i 


60 i 


40 


20 


Average of'6.4^0 to‘67609 min.: 7t2522!D (-) 


327 


268 


310 


369 


215 


81 


59 


1^6 


115 146 


131 


162 


181 


197j 


'\ ; i 238 253 | 284 | 

in/z-> °40'"’60 .^ 80 "lOo"’l20 HO i 6 o’'l 8 o' 200 31^0 320.' .340 360 3^0. 460 420 ^0. 460 j 


341354 :i 389 406 429 458 479; 


Abundance 


43 


80 i 


60 i 


40 i 


20 i 


HEROIN 


268 


327 


215 


310 


81 


59 


115 146,52 


96 

431 

i 181 

ill; 197; ;; 

284 

: 238253 - i 



, 7 ^l:, ,:i. Jj J. j: 341 


369 


'm!z-> 40 60 80 100 120 140 160 I80 200 220 240 260 280 300 320 340 360 380 400 420 440 460 

772522.D Mon Sep 19 11:21:30 2011 Page 2 


Corbett email PRR 008452 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\02_17_11\772529.D 
P, PIRO 

17 Feb 2011 16:51 

BLANK 

1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


772529.D Mon Sep 19 11:21:49 2011 Page 1 


Corbett email PRR 008453 



















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\ 
P. PIRO 
17 Feb 2011 
HEROIN STD 

20 

DRUGS 

RTE 


02_17_11\772530 .D 
17:04 


Abundance 

800000i 
600000i 


TrC:7r253(m' 

6|51 


I 

i 


I 


400000; 

200000i 


; UH- . i ... 

Tifne-> 2.00 2.50 

3.00 ' 3.50 ’ 4.00 4,0O 5.00 

' 5.^6 

6.00 

6.50 7.00 ’ 7.50 ’ 8.00 8.50 9.00 9.50 ' | 


Ret. Time 

Area 

Area 

% 

Ratio % 

6.505 

1458898 

100 . 

00 

100.00 


772530.D Mon Sep 19 11:21:53 2011 


Page 1 


Corbett email PRR 008454 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM4\02__17_11\772530 .D 
P. PIRO 

17 Feb 2011 17:04 

HEROIN STD 

20 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 95 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6.51 

C;\DATABASE\SLI.L 

HEROIN 

000561-27-3 

99 


Abundance 


80| i 

; 1 

60| 

i 

4o! 

i 

20 ; : 

0[ 


Average of 6.463 lo~6TB38 mirr.: TTSBSO.D {-) 

327 


268 


310 


369 


215 


81 


94 115 


146 


162 


59 

1 , 


128 

i iht 


181 


'’®^'i!2?8 253 

-t'n't'-r-r 


284 


297 


340353 1 365 405 424437 468 


'm/z-> 40 60 80 


Abundance 


I ' i - d-U ; I- ',; |i J _ , . __ . , _....... ^ . --tt 

"ToO^TJo ’146 'ieV '180' 260' ^ 360" 320"" 340 '360 '380 466 4^0. ^0 460 

.-. #iVRERDIt4 


: 43 


80 i 


60: 


40; 


20 i 


0 


268 


327 


215 


310 


369 


81 

! 



59 ; 1 

94 'fl62 

I lOfi ' i : 181 

:! : i| -1 ' 1! U 

j 

1 

I 228 253 ; 

284 


341 


Tr\/z-> 40 60 80 100 120 140 


160 ”l80 260 220 240 ' 260 ' 2^0 3^0 320 340 360 380 400 420 440.460 


772530.D Mon Sep 19 11:21:53 2011 Page 2 


Corbett email PRR 008455 

























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\02_17_11\772553.D 
P. PIRO 

17 Feb 2011 22:19 

BLANK 

2 

SPEED 

RTE 


Abundance 772553.D 



T(me-> 2,66 iso 3,00 3,50 4,00 4,50 '5,00 5.50 6,60 6.50 ioo 7.50 8 . 6 o 8,5o .9.00 9.50. lOiOO 10,50. 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


772553.D Mon Sep 19 11:22:31 2011 Page 1 


Corbett email PRR 008456 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D : \SYSTEM4\02__17_11\772554 .D 
P. PIRO 

17 Feb 2011 22:34 

AMPHETAMINE STD 

54 

SPEED 

RTE 


Abundance IfC. 772554.U 

i ,"^172 

! 2500000 

2000000 ] 

1 
j 

1500000! 

1000000 ; 

500000] 

j 0 tr-; T“r“r-T--t j i 

'Time-> 2.00 2,50 3.00 3.50 4.00 4.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.718 

2458296 

100.00 

100.00 


5.00 5.50 6.0O 6.50 7.00 7.50 6.00 8.50 9.00 9.50 10.00 10.50 



772554.D Mon Sep 19 11:22:35 2011 Page 1 


Corbett email PRR 008457 







Area Percent / Library Search Report 


Information from Data Pile: 

File Name : D;\SYSTEM4\02 17__11\772554 . D 

Operator ; P. PIRO 

Date Acquired : 17 Feb 2011 22:34 

Sample Name : AMPHETAMINE STD 

Submitted by : 

Vial Number : 54 

AcquisitionMeth: SPEED 
Integrator : RTE 


Search Libraries: C;\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


Minimum Quality: 95 
Minimum Quality: 90 


CAS# Qual 


1 3.72 C:\DATABASE\NIST98.L 




Amphetamine 

000300-62-9 

90 



Benzeneethanamine, .alpha.-methyl- 

000060-15-1 

83 



Amphetamine 

000300-62-9 

78 

Abundance 

44 

Average of 3.656^lb S.'B'IO min.: 772554.D (-) 



i 80 

1 




60 

1 




40 


91 



20 

65 




0 

nn/z-> 

18 J 

20 40 60 

120 

C h i,. ■ i 209 231 249 270 287302 327 348363379 402 430446 

ab l oo 120 140 160 180 200 22b'’24o’260 iio 300'3M 340 3^0 3^0 400 4^0 440 4^0 

477493 

4bo' 






Abundance 

44 

^10632: Ampbefamihe 



80 

1 

f 




60 





40 





20 


91 




; i I ..I i I 120 

'm/z-> 2b 40 eb 80 100 120 140 160 180 200 220 '24 o' 260 280 abo'320 340 360 380 400 420 440 460 400 


772554.D Mon Sep 19 11:22:36 2011 Page 2 


Corbett email PRR 008458 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired- 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\02_17_11\772556.D 
P. PIRO 

17 Feb 2011 23: 04 

BLANK 
ASD 
2 

SPEED 

RTE 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


772556.D Mon Sep 19 11:22:46 2011 Page 1 


Corbett email PRR 008459 


















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D : \SYSTEM4\ 
P. PIRO 
17 Feb 2011 


ASD 

57 

SPEED 

RTE 


02_17_11\772557.D 
23 ; 19 


Abundance 
I 40000001 

; 3000000 

i 2000000 

I 1000000 


TrcT772557iy 


' 0 i -T-r-r -T - r - , -T -r-:— -T-I ,.,-v-i-T- i , , ; . . . , , .. . .................--- r-J-T-■ , I i | I I I . | i ■ -- , i , | | > ■ 

Time--> 2.00 2,50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8,50 9.00 9.50 10,00 10.50 


3(72 


Ret. Time 

Area 

Area % 

Ratio % 

3.725 

5081443 

100.00 

100.00 


772557.D , Mon Sep 19 11:22:51 2011 


Page 1 


Corbett email PRR 008460 






Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\02_17_11\772557.D 
P. PIRO 

17 Feb 2011 23:19 


ASD 

57 

SPEED 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 95 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 3.72 C:\DATABASE\NIST98.L 


Amphetamine 

000300-62-9 

90 

Dextroamphetamine 

000051-64-9 

83 

Benzeneethanamine, .alpha.-methyl- 

000060-15-1 

83 


Abundance 


44 


Average of 3.69716 ': 


T.;772'5'57:[J(-) 


80: 


60 j 


40 i 


20 




18 

"20 ' 


91 


65 


120 , 


^ . , ,,'135149 177193 210225 242 259 281 311 331346 375 396 415 434 453 479 497 

40eb’ sb^ob 'i2o 140^60 180''260 22b 246 260 280' 300 s-io 360 380"400 420 44bleb 480. 


Abundance 

: 

t 


#110632: Ampnelamlne 

80: 

i 

1 



60 

1 

! 


1 

40 : 



! 

20; 

; 65 

91 

i 

I 

i 

ol 

m/z-> 


120 


20 40 6b~ 

80 ibo 120 140 

160 180 200 220 240 260 280 300 320 340 sbo 380 400 420 440 460 480 | 


772557.D Mon Sep 19 11:22:52 2011 Page 2 


Corbett email PRR 008461 


















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\02_17_11\772565.D 
P. PIRO 

18 Feb 2011 1:17 

BLANK 

2 

SPEED 

RTE 


ffiundance ... l{Crt77SmX5 

12000] 

i' 

lOOOOij 



hme-> *^2.06’ 2.bb 3.00 3.b0 '4.00 4.50 5.00 5.50’'6.00' 6.50 7.OO.LSO 8.00 's.bo 9.00 9.50 lOi00 1^50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


772565.D Mon Sep 19 11:23:01 2011 


Page 1 


Corbett email PRR 008462 










Area Percent / Library Search Report 


Information from Data File: 

File Name ; D:\SYSTEM4\02_17_ll\772566.D 

Operator ; P. PIRO 

Date Acquired : 18 Feb 2011 1:32 

Sample Name : AMPHETAMINE STD 

Submitted by : 

Vial Number : 54 

AcquisitionMeth: SPEED 
Integrator : RTE 


Abundance .“710:7725(56:0 

2500000: 3j72 


2000000: I 

i 

i 

1500000: |: 

1000000 ; : 


I ! 

6000001 I 


Of-r-'r-T 

iime-> 2.00 


’9,00 '9.^0 10.00 10:50 


Ret. Time Area Area % Ratio % 

3.719 2480018 100.00 100.00 


772566.D Mon Sep 19 11:23:05 2011 


Page 1 


Corbett email PRR 008463 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D; \SYSTEM4\02_17_11\772566 .D 
P. PIRO 

18 Feb 2011 1:32 

AMPHETAMINE STD 

54 

SPEED 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 95 



C;\DATABASE\PMW TOX2 . L 

C;\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

3.72 

C:\DATABASE\NIST98 . L 




Amphetamine 

000300-62-9 90 



Dextroamphetamine 

000051-64-9 83 



Benzeneethanamine, . alpha . -methyl 

000060-15-1 83 

14bundance 

44 

Average of 3.696To 3.775 rnTn iTTSSOBTCT (-) 


' 80l 

i 



60) 



1 

401 

, 

91 

[ 

20 

i 65 

i 


i 

o'. 

hVz-> 

18 iji ^ J 

; 120 

1 i; . 136 156172186 207 249263 281297 319 337 

370 403 435 463 480 4961 

2'0 40 60 

80 l6o 120 140 i’^O 180 260 220 240 260 230 300 320 340 

360' 380 400‘ 420 440 4^o' 480 i 





Abundance 

44 

#110632: Amphetamine 


80 i 




60 

i 



40 

I 


i 

20; 

; 65 

91 


o'. 

m/Z'-> 

I . ^ , 

120 


20 40 60 

80 100 120 140 160 180 200 220 240 260 260 300 32o 340 

3O0 '3S0 400' ’4^0 440 460 480 1 

772566 

D 

Mon Sep 19 11:23:06 2011 

Page 2 


Corbett email PRR 008464 












Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


File : 

D:\SYSTEM4\02 
P. PIRO 
18 Feb 2011 
BLANK 

2 

WSCREEN 

RTE 


17_11\772568 .D 
2:22 


from Data 


/\bundance .. TIC: 7755B8I5 

i 25000 
i 


20000i 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


772568.D 


Mon Sep 19 11:23:22 2011 


Page 1 


Corbett email PRR 008465 








Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM4\02_17_11\772569.D 

Operator : P. PIRO 

Date Acquired : 18 Feb 2011 2:56 

Sample Name : BUPRENORPHINE STD 

Submitted by : 

Vial Number : 69 

AcquisitionMeth: WSCREEN 
Integrator : RTE 


Abundance 
j 1000000 

800000 

; 600000 

: 400000 

j 200000; || 

h'ime-> . s'ot ^ kbo ’ 'lomb' 12'ob ‘ lioo ' 16.00' jaoo '20:00' jzob 24'qo'.ie'oo 26.00 


Ret. Time Area Area % Ratio % 


16.838 5071854 100.00 100.00 


TIC: 77'25Bg:D 
16-84 


772569.D Mon Sep 19 11:23:35 2011 


Page 1 


Corbett email PRR 008466 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\02 
P. PIRO 

18 Feb 2011 2:56 

BUPRENORPHINE STD 

69 

WSCREEN 

RTE 


17 11\772569.D 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 95 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1 16.84 C:\DATABASE\NIST98.L 

6.14- EthenoTnorphinan-7-methanol, 17 052485-79-7 95 

6.14- Ethenomorphinan-7-methanol, 17 052485-79-7 95 
10-Methoxycamptothecin 019685-10-0 50 


S^bundafice” 


Average of 16.677 to 16.¥88 min.: 772569!D (-) 


378 


80' 


60: 


40: 


55 


20 i 

41 1 

84 

i 

Qi 

'lAi 

i 1 

i 69 ; 


101 


115 161 


181 197211225239253267281 296 312 


336 


352 


410 


392 


434 449 


467 


m/z-> 


Abundance 


#104561: 6,14-Ethenorn'orphinan-TlfrelRanb!, 17-(cyclopropytmet 


378 


80 


60 : 


40 


20 i 


55 


84 


69 


101 123 ^ 4 ^ 162 134 


-.QR 216 336 

196 I ^ 243 263 281 296 3.12 


352 


410 


I: 392 


434 


449 


467 


m/z-> 4 b 60 80 i00 126 'l40 160 ' 180 200 22o' 240' 260 280 300 320 340 360 380 400 420 440 460 


772569.D Mon Sep 19 11:23:36 2011 


Page 2 


Corbett email PRR 008467 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM4\02__17_11\772574 .D 
P., PIRO 

18 Feb 2011 5:47 

BLANK 
ASD 
2 

WSCREEN 

RTE 


Abundance TfC:772‘574,D 

200001 

15000 

10000 

5000 

ime--> 2,bci ’ 4.00 ' ' kbo aoo ’i'o!ob’ 12^00' 'i4!oo laoo laloo 20^00 2^!oo 24 ;o^.aeioo is'.oo 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


772574.D Mon Sep 19 11:23:50 2011 


Page 1 


Corbett email PRR 008468 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D ; \SYSTEM4\02_17_11\772575 .D 
P. PIRO 

18 Feb 2011 6:22 


75 

WSCREEN 

RTE 


Abundance 

500000; 


TIC: 772575,U 
18^78 


400000; 

! ! 
f I 

! 300000; 

200000 : 


95 

.19 


4.41 


1000001 


3.79 


7.44 

6.81! 




9.71 


I . -TT- , ; ■ . , , r- . 

Time-> 2.00 4.00 6.00 8,00 10.00 12.00 14.00 16.00 18.00 20.00 22.00 24.00 26.00 28.00 


Ret. Time 

Area 

Area % 

Ratio 

1.947 

290927 

6.76 

11.73 

2.186 

213161 

4.95 

8.59 

3 . 790 

111804 

2.60 

4.51 

4.406 

224213 

5.21 

9.04 

6.811 

337261 

7.83 

13.60 

7.445 

408588 

9.49 

16.47 

9.712 

238219 

5.53 

9.60 

16.777 

2480535 

57.62 

100.00 


772575.D 


Mon Sep 19 11:23:56 2011 


Page 1 


Corbett email PRR 008469 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D : \SYSTEM4\02 
P. PIRO 


ASD 

75 

WSCREEN 

RTE 


17_11\772575.D 

6:22 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 95 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1 1.95 C:\DATABASE\NIST98.L 

Propanal, 2,3-dihydroxy- 
1,2-Ethanediol, diformate 
Glycerin 


000367-47-5 83 
000629-15-2 43 
000056-81-5 43 


Abundance " 



Average Of tWIoXCrreiTiin.: 772575 b 

i 


43 


1 




80 


1 

1 


60 


1 



40 

! 



! 

20 


1 i 

^ i 

: i 

! i 

J 

0 

. 25)1 

! : 37; i 

53 , j 

, 88 95 207 

m/z-> 2 

0 3 

D 40 

50 61 

70 eb 9'0 100 110 120 130 140 150 160 170 180 190 200 i 


Abundance 


31 


#1045: Pfopanal, 2,3-cliRy(}roxy- 


80 


60 i 


43 


40; 


61 


20 : 


qI liil:, 37 i, 55 .72. 90^ ^ .. . _ 

m/z-> 2b 30 40 50 60 70 80 90 ' 100 110 120 130 140' 150 ibo 170 180 190 200 


772575.D Mon Sep 19 11:23:57 2011 


Page 2 


Corbett email PRR 008470 













Area Percent / Library Search Report 


Information from Data File: 



File Name 

D;\SYSTEM4\02 17 ll\772575.D 



Operator 

P. PIRO 



Date Acquired 

6:22 



Sample Name 




Submitted by 

ASD 



Vial Number 

75 



AcquisitionMeth 

WSCREEN 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 95 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C;\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


2.19 C:\DATABASE\NIST98.L 

2-Propanone, 1,3-dihydroxy- 
1- Propanol 
1,2-Ethanediol 


000096-26-4 64 
000071-23-8 9 
000107-21-1 9 


Abundance 


80 i 


3,1 


Av^e of 2.163'To'Z:^6‘mln,: 772-575U (-) 


60] 


40 i 


20 


Abundance 


80 


60 


42 


1 . f 60 

72 

i!. 

i 85 102 116 

20 3b _ 40 50 60 

70 80 90 l6o 110' 120 130 l-io 

31 

■#1065: 2-PfOpanone, 1,3-dihydfoxy- 


207 


40 


20 


43 


18 


Oi, 


25H!|:i 37 


60 


72 


52 


86 


m!z-> iO 20 30 40 50 60 Vo 80 90 l6o 110 lio 130 140 l3o 160 170.180 180 200 

772575.D Mon Sep 19 11:23:57 2011 Page 3 


Corbett email PRR 008471 

























Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

D: \SYSTEM4\02_17__11\772575 .D 
P. PIRO 



ASD 

75 


WSCREEN 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

; 95 

: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


3.79 C:\DATABASE\NIST98.L 

5-Oxotetrahydrofuran~2-carboxylic a 004344-84-7 


2(3H)“Furanone, dihydro-5-propyl ■ 
(S)-(+)-2',3'-Dideoxyribonolactone 


000105-21-5 

032780-06-6 


53 

50 

45 


Abundance 



i 

I 80 




60 

29 

; 



40 


39 


20 



57 

0 

. ji;L 

: 

50 J 

.! i--li- 1 •. 


68 


Averse or3772‘lo 3:8'38 mih,: (-) 

85 


98 


114 129 


207 


:m/z-> 20 30 40 50 60 70 80 90 100 ll0 120 130 140 150 160 170 180 190 200 

Abundance ^11BB44: 5-OxoteTf^ydroftjran-2-cafboxy!rc acid 

85 


80 i 


60 : 


29 


40! 


20 


0 : 


41 


57 


ii'i 


69 


77 


101 


130 


m/z-> 20 30 40 50 60 70 


772575 .D 


s'o 90 ’ 100' llo' 120' ' 130 140 150 160 l t0 180' .J90 200 

Mon Sep 19 11:23:58 2011 • Page 4 


Corbett email PRR 008472 






















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\02_17_11\772575.D 
P. PIRO 

18 Feb 2011 6:22 


ASD 

75 

WSCREEN 

RTE 


Search 

Libraries: C;\DATABASE\SLI.L 

Minimum 

Quality: 95 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# 

RT Library/ID 

CAS# 

Qual 


4.41 C;\DATABASE\NIST98-L 

D-Glucitol, 4--0“hexyl- 132591-04-9 50 
Disulfide, propyl 1-(propylthio)eth 069078-86-0 32 
2-Hydroxy-3-methylsuccinic acid 000608-41-3 25 


Abundance 


80; 


43 


Average'^4r3'82 to 4.448 rriih.; 77257513' (-) 
1(j)3 


85 


29 


61 


60 

40 

2 ol 

! o; . . 

tn/z-> 20 30 40 50 60 70 80 90 


' H|i 


70 




!i '.' 1 ' 

53 Ip 

■■ ■. 

it 


iin 

115 , 144 

.___ 207 


'l60 "no 120’ 130’ 140 15b"l60 ’170 180 ibo 260 2i0 2:^6 230 240 250 260 270; 


Abundance , 


80 


43 


¥66(71: TT-Gruatol. 4-O-hexyl- 


60! 


40; 


20 


73 


103 


61 


91 


29 


53:1 


83 


157 


^^^21 145 


i 165 205 217 227235 249 267 

yz-> ”20 30 '40 50 ’60 70 8'o' 90 100 110 120'130'l40J5^ 190 200 2i0 22o' 230 240 250 260 270 

772575.D Mon Sep 19 11:23:59 2011 Page 5 


Corbett email PRR 008473 




















Area Percent / Library Search Report 


Information from Data File: 

File Name ; D:\SYSTEM4\02_17__ll\772575.D 

Operator : P. PIRO 

Date Acquired : 18 Feb 2011 6:22 

Sample Name : 

Submitted by : ASD 

Vial Number : 75 

AcquisitionMeth: WSCREEN 
Integrator ; RTE 


Search Libraries: C;\DATABASE\SLI.L Minimum Quality: 95 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


5 6.81 C:\DATABASE\NIST98.L 

Hexanedioic acid, 3,4-dimethyl-, di 006076-81-9 12 
Tetradecanoic acid 000544-63-8 10 
Citric Acid 000077-92-9 10 




772575.D Mon Sep 19 11:24:00 2011 


Page 6 


Corbett email PRR 008474 





































Area Percent / Library Search Report 


Information from Data File; 

File Name : D:\SYSTEM4\02_17_ll\772575.D 

Operator ; P. PIRO 

Date Acquired : 18 Feb 2011 6:22 

Sample Name : 

Submitted by : ASD 

Vial Number : 75 

AcquisitionMeth; WSCREEN 
Integrator ; RTE 


Search Libraries: C;\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


Minimum Quality: 95 
Minimum Quality; 90 


CAS# Qual 



Corbett emaiI PRR 008475 





























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\02 17_11\772575.D 
P. PIRO 

18 Feb 2011 6:22 


ASD 

75 

WSCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 95 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


9.71 C:\DATABASE\MIST98.L 

Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 95 
Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 89 
Morphinan-6-one, 4,B-epoxy-S,14-dih 000465-65-6 50 


Abunciance 


h/z-> 
Abundance 

ml 


80 


60, 


J 

< 

41 

40: 

( 


20! 


i 28 

7: 

ohlri 

■ Jl 

30 

40 


Average of9’.682 fo S7BB min.:772575,D (-) 


55 


84 96 


115 

j 127 
i ii! 


147 


171 ^3, 201 

161 :! . 


242 


229 

214 ^ u 253 


286 


312 


,,.L 1051 ti !M13;7,N , .lO: LJ;n jiii , :;t- :ii . i. -J ‘’7“ 271 

I'. I UVltVrl^! / l , , , 1 I'lV, . , 1 '^ n : , ' r yl i ,'(-i - - ,1 I , ,■! j 1 : rri^ , 

60 70 80 90 ldoii0120130140150l601701801902002102202302402502602702e0290300310320330 ^ 


300 


327 


# 120673: Mofphinan-6-one, 4,5'-ep6xy-3; 14-dihydroxy-1T-0?-pro 


327 


60 i 


40 i 


20 : 


41 


55 


70 


82 


96 


115 


131 


147 


161 


171 187 


201 


242 


i 7 212 


229 


286 


252 270 


300 


310 


m/z-> 30 40 50 60 70 80 90 100110 120 130140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 2003003i0320330j 

772575.D Mon Sep 19 11:24:01 2011 Page 8 


Corbett email PRR 008476 








































Area Percent / Library Search Report 


Information from Data File: 



File Name 

D:\SYSTEM4\02 17 ll\772575.D 



Operator 

P. PIRO 



Date Acquired 

18 Feb 2011 6:22 



Sample Name 




Submitted by 




Vial Number 

75 



AcquisitionMeth 

WSCREEN 



Integrator 




Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality; 95 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


16.78 C:\DATABASE\NIST98.L 

6,14-Ethenomorphinan-7-methanol, 17 052485-79-7 90 
6,14-Ethenomorphinan-7-methanol, 17 052485-79-7 80 
1,2,8,9-Dibenzpentacene 000227-09-8 38 


Abundance 


Average of 16.657 to fS.3GZ min.:T72575Tnr (-) ’ 


378 


80 


60 


55 


40 ( 


20 


0^ 


:27 


I: 


83 


101 


69 : , 


123^^^ 152^^^181 199 216 


239. 


'253. 


.281 


;tn/z-> 4 F’To^S' "i6oJ20 ^'40 N'eO 'iso 200"220 MO 2^0 280 ToO 3^0’^o”3^o"'380 400 4^0''44o”48o 480 

Abundance 


:^267 ; 295 320 


352 
336 i 


410 


435 


392 


449 


467 


490 


801 


60: 


55 


#104561: 6,14-EltienomorpHinan-7-rnethanol, 17-(cyclopropytmel 

378 


40! 


20 i 


;m/z-> 


84 


69. 


101 123 162 134 


198 ^"1® 243 263 281296 


352 
336 i 


312 


410 


434 


392 


449 


467 

i 


40 6b W ioo 120 140 160 180 200 220 240 260 280 300 'sio 340 386 380 400 420 440 460 480 


772575 .D 


Mon Sep 19 11:24:02 2011 


Page 


Corbett email PRR 008477 




















Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


File; 

D:\SYSTEM4\02 
P. PIRO 
18 Feb 2011 
BLANK 

2 

WSCREEN 

RTE 


17_11\772580 .D 
9:13 


from Data 


Abundance 


15000 


100001 


TrC;772580.D 




5000 


Ik 







O!. 


hrime-> 2,00 4.00 6.00 8.00 10.00 12.00 14;00 16.00 18.00 20,00 22.00 24.00 26:00 28.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


772580.D Mon Sep 19 11:24:12 2011 


Page 1 


Corbett email PRR 008478 









Area Percent / Library Search Report 


Information from Data File: 

File Name 

D;\SYSTEM4\02 17 ll\772581.D 

Operator 

P. PIRO 

Date Acquired 

18 Feb 2011 9:47 

Sample Name 

BUPRENORPHINE STD 

Submitted by 


Vial Number 

69 

AcquisitionMeth 

WSCREEN 

Integrator 

RTE 


Abundance 
1200000i 

; 1000000 ] 
800000 
i 600000: 

I 

400000, 
200000 ] 

0 h —r—'■ 

^ime--> 2.00 


TIC: 772581.0 
16,83 


4.00 6.0o 8.00 lOiOO 12.00 14.00 16^00 18^00 20.00 22.00 24.00 26:00 28.00 


Ret. Time 

Area 

Area % 

Ratio % 

16.831 

6899260 

100.00 

100.00 


772581.D Mon Sep 19 11:24:16 2011 


Page 1 


Corbett email PRR 008479 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\02_17_11\772581.D 
P. PIRO 

18 Feb 2011 9:47 

BUPRENORPHINE STD 

69 

WSCREEN 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 95 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1 16.83 C:\DATABASE\NIST98.L 

6,14-Ethenomorphinan-7-methanol, 17 052485-79-7 95 

6,14-Ethenomorphinan-7-methanol, 17 052485-79-7 90 

Anthiaergosta-5,7,9,22-tetraene 1000213-42-2 45 


Abundance 


Average dri”6^1 To 16.980 niin.: 772581 .b(-) 


378 


80. 


55 


60 i 


40i 

^ 20 

i 

j 

: 0 
;m/z-> 

Abundance 

80 

60 



!; 84 


41 

i! ; 

101 

2t ;i' 

, It-f" 

.1 

1 131 147 181 

40 

60 "^8 0 

100 '120 140 ' 'ie6”ii^6 


352 
336 ! 


) I ' rH- r V' i- , T t- . 


410 


'^^^449 


I 392 


467 




200^220 240 260 280 380 320 340 36o 380 400 420 440 460 
VT04561: 6.14-Ether)orviorphTiianV-melhan6ir iT-(cycIdprdpylmef 

378 


55 


40 












20 


84 







216 



0 

m/2-'> 


6? 

101 

123 

141 

162 

184 

198 

243 

263 

40 

60 80 

100 

120 ' 

140 

160 

m 

0 - 

0 

220 

240 

260 


410 


336 


352 


392 


434 


449 


467 


312 


772581-D 


Mon Sep 19 11:24:16 2011 


Page 2 


Corbett email PRR 008480 





























Area Percent / Library Search Report 


Information fron 

n Data Pile: 

File Name 

D;\SYSTEM4\02 17 ll\772583.D 

Operator 

P. PIRO 

Date Acquired 

18 Feb 2011 10:56 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

2 

AcquisitionMeth 

SCREEN 

Integrator 

RTE 




***N0 INTEGRATED PEAKS*** 


772583.D Mon Sep 19 11:24:47 2011 Page 1 


Corbett email PRR 008481 































Area Percent / Library Search Report 


Information from Data File: 

File Name ; D:\SYSTEM4\02_17_11\772584.D 

Operator : P, PIRO 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 84 

AcquisitionMeth: SCREEN 
Integrator : RTE 



Abundance 

j 1000000j 
; 800000I 
; 600000 
400000! 


9164 

8.87; 


6.82 
7.45 


TIC:772584.D 


200000 : 


1 Vf! 

;9.a7 I 

frime-> 2,00 4.00 6.bo 8.00 

'i’o;oo' 12.00 

14.00 16.‘00 

'l8:ob' '20!00 22 !oO 24^00 ’26!oO 28^00 1 



Ret. Time 

Area 

Area % 

Ratio % 

6.416 

174224 

3.53 

9.34 

6.817 

827307 

16.78 

44.35 

7.451 

832670 

16.89 

44.63 

8.875 

1082896 

21.97 

58.05 

9.365 

146537 

2.97 

7.85 

9.640 

1865570 

37.85 

100.00 


772584.D Mon Sep 19 11:24:51 2011 


Page 1 


Corbett email PRR 008482 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D; \SYSTEM4\02_17__11\772 584 .D 
P. PIRO 

18 Feb 2011 11:30 

84 

SCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 95 

C; \DATABASE\PMW__TOX2 .L Minimum Quality; 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 6.42 C:\DATABASE\NIST98.L 

3,4-Pyridinedimethanol, 5”hydroxy-6 000065-23-6 93 
4-Pyridinecarboxaldehyde, 3-hydroxy 000066-72-8 90 
3,4-Pyridinedimethanol, 5-hydroxy-6 000065-23-6 47 



Abundance 

#40866: 3,4-PyfjdineclimeTRanol, 5-bydfoxy-b-mel!Tyl' 

94 

; 80 



151 

60 


106 




169 

40 



122 

20 

81 

39 53 I 


136 

0 

m/z-> 

; 146 .Mn 60 ,; 1 . 75,J; n 


|i . i; : j i|: 

30 40 50 eb 70 80 90 

100 

lio 120 130 140 iso' 160 170 l80 190 260 


772584.D 


Mon Sep 19 11:24:53 2011 


Page 2 


Corbett email PRR 008483 




































Area Percent / Library Search Report 


Information from Data File; 

File Name ; D:\SYSTEM4\02_17_11\772584.D 

Operator ; P. PIRO 

Date Acquired : 18 Feb 2011 11:30 

Sample Name 

Submitted by : ASD 

Vial Number : 84 

AcquisitionMeth: SCREEN 

Integrator ; RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 95 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID CAS# Qual 

2 6.82 C:\DATABASE\NIST98.L 


n-Hexadecanoic 

acid 

000057-10-3 

99 

n-Hexadecanoic 

acid 

000057-10-3 

99 

n-Hexadecanoic 

acid 

000057-10-3 

95 




772584.D Mon Sep 19 11:24:54 2011 


Page 3 


Corbett email PRR 008484 

































Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 


D:\SYSTEM4\02_17_11\772584.D 
P. PIRO 

18 Feb 2011 11:30 


ASD 
84 

SCREEN 


Integrator 

: RTE 


Search 

Libraries : C:\DATABASE\SLI.L 

G : \DATABASE\PiyiW TOX2 . L 

C:\DATABASE\NIST98.L 

Minimum Quality: 95 
Minimum Quality; 90 

PK# 

RT 

Library/ID 

CAS# Qual 

3 

7.45 

C : \DATABASE\PMW__TOX2 . L 

Stearic acid 

Myristic acid 

Hexadecane 

000057-11-4 91 
000544-63-8 58 
000544-76-3 10 

Abundance 

43 

Average of 7.4'27To 7.529 niin.: 772584.0 (-) 

73 

i 


80 


55 


601 

; 40 

2o| 

0 ^ 

Abundance 


29 


ill ! ! 


85 


97 


It 
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284 


115 

. ; i 

143 

... CTt 

... .. 

199 

I 

213 227 

241 

I 

1 

25^267 

373 

100 i2o ’ 

' 140 

ibo 180 

2O0 
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240 

260 280 

' 300 320 ' 340 360 


7;3 


#969: Stearic acid 
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Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

D:\SYSTEM4\02_17_11\772584.D 
P. PIRO 

18 Feb 2011 11:30 

ASD 
84 

SCREEN 
RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 95 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


8.87 


C;\DATABASE\PMW_TOX2.L 
Dehydroepiandrosterone 
Benzylamine 
Captan 


000053-43-0 

000100-46-9 

000133-06-2 


99 

10 

9 


Abundance 


80 


91 


Average 6f'8'.8451o 8.970 min.: 772684.D (-) 


79 

i 


105 

i 


60 ! 


41 55 


288 


255 


119 


40 


1 6 

i 

7 :: 

N 

;] 

;| ^ j 

i i 

1 131 

159 


203 



I 

20 


1 

1 11 
j| 

ii ! : 

;! 1 ji 

: H i : N 

: 

177 

) 270 

i 213 ; ] 



29 

: 1 ' 


li i 

■In ! 

N -i; IN ij 



i 227^37 i 





'[■ i 




■! 






1 

! ! 1 f i 

1 id 

i lil I ■ 

•! iN 

liiil ; JiUi i-ipy 

Ir ! 

■ 187 

■ ! j ' ; i: 




0 

1 

j; [Mj, Il’ili... 

iiLii 


'Jii-j 


it''- .Ii, it i; i. .p 

I . 


329 343 355 ( 

m/z-> 

JZ> 

L 

i o 

80 

lOO 

120 ' ' 140 ’ 

Teo 

180 

200 220 240 ' 260 

' 280 

360 

320 340 


Abundance 


80! 


60! 


40; 


20 ; 


255 


79 


107 


97 : 119 


203 


133 


145 159 


213 


237 



m/z-> 


772584 .D 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

D:\SYSTEM4\02 17 ll\772584.D 



Operator 

P. PIRO 



Date Acquired 

18 Feb 2011 11:30 



Sample Name 




Submitted by 

ASU 



Vial Number 

84 



AcquisitionMeth 

SCREEN 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality; 95 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS ft 

Qual 


9.37 


C;\DATABASE\NIST98.L 


Chrysin 

000480-40-0 

93 

Chrysin 

000480-40-0 

87 

Phenanthrene, 2-phenyl- 

004325-77-3 

35 


Abundance 


80 i 


60! 


40, 


Average of 91335 to 9.419 rnin.: 772587.0 (-) 

254 


124 


152 


226 


20 



69 

96 113 


i 

' 



51 I 

i i 


' 


0 

m/z-> 
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'm/z-> 


772584 .D 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM4\02_17_11\772584.D 

Operator : P. PIRO 

Date Acquired : 18 Feb 2011 11:30 

Sample Name 
Submitted by 
Vial Number : 84 

AcquisitionMeth: SCREEN 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI,L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 95 
Minimum Quality: 90 

PK# 

RT 

Library/lD 

CAS# Qual 

6 

9.64 

C:\DATABASE\NIST98.L 

Pregna-3,5-dien-20-one 
Pregn-5-en-20-one, 3-hydroxy- 
Tretinoin 

001093-87-4 87 
038372-24-6 83 
000302-79-4 38 



ABundancc 

: 43 

1 


80 

i i 

1 

91 

60 


79 

40 

i 55 67 ; 1; 

20 

29 1 ; 

i III li 

j ijN ill 

0! 


ij, j'dii .42, 


Average of 9.604 to 9.7?2min.: 7725B4:D(-) . 


105 


119 


145 


131 


159 


231 


316 


i !■ 


187 213 
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173 


I'iJ li 


199i 


255 
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f i 


Abundance 

80 i 

60; 


244 J| 270 i 


i 
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43 


91 


160 l60 200 220 240 260 280 360 ^^0 340 360 36o 

¥11717S: ■pfegna-3,5-t)ien-20'-one 
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Area Percent / Library Search Report 


1111/11 


Information from Data File: 

Pile Name 

K:\02 26 11\773919.D 

Operator 

ASD/KAC 

Date Acquired 

26 Feb 2011 21:21 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

1 

AcquisitionMeth 

VIAGRA.M 

Integrator 

RTE 


Abundance T(C: 773919.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


773919.D 


Mon Sep 19 11:27:48 2011 


Page 1 


Corbett email PRR 008489 




Area Percent / Library Search Report 


Information from Data File r 

File Name : K;\02_26_11\773920.D 

Operator : ASD/KAC 

Date Acquired : 26 Feb 2011 22:00 

Sample Name : SILDENAFIL STD 

Submitted by : ASD 

Vial Number : 20 

AcquisitionMeth: VIAQRA.M 

Integrator : RTE 


Abundance TIC: 773920.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

20.108 

108051 

0.83 

0.84 

30.013 

12846081 

93 .17 

100.00 


773920.D Mon Sep 19 11:27:54 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 

K:\02 26 11\773920.D 


Operator 

ASD/KAC 


Date Acquired 

26 Feb 2011 22:00 


Sample Name 

SILDENAFIL STD 


Submitted by 

ASD 


Vial Number 

20 


AcquisitionMeth 

VIAGRA.M 


Integrator 

RTE 


Search Libraries; C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 

1 20.11 C 

\Database\PMW TOX2.L 
Hymexazol 

010004-44-1 5 


Dipheny1pyra1ine 

000147-20-6 2 


PICO 

@ 000000-00-0 2 


Abundance 


80 


60 

40 

20 


09 


Average of 19.994 to 20.234 min.: 773§2b.D\dala ms (-) 


56 


28 


73 


_ 
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80 
60 

40 
20 


432 


191 209 

li j I f 'I' r 
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|-| I I 1-| I i-ft I I nryn-nyf ■ i i | i i i i ] i i i i | n V ; | i i-r | ■ i . i [ i i n I ' l i n | n m i i i i i f i i. i | i i i i | i i i i | i i i i | i 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


#3645: Hymexazol 


P331 


54 


71 


m/z--> 
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Area Percent / Library Search Report 


Information from Data Pile; 

File Name : K:\02_26_11\773920.D 

Operator : ASD/KAC 

Date Acquired : 26 Feb 2011 22:00 

Sample Name : SILDENAFIL STD 
Submitted by : ASD 
Vial Number : 20 

AcquisitionMeth: VIAGRA.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 30.01 C:\Database\SLI.L 

SILDENAFIL 139755-83-2 83 

SILDENAFIL 139755-83-2 83 



Abundance... #27: SILDENAFIL 



773920.D Mon Sep 19 11:27:55 2011 Page 3 


Corbett email PRR 008492 








Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\02_26_11\773922.D 

ASD/KAC 

26 Feb 2011 23:16 

BLANK 
ASD 
1 

VIAGRA. M 
RTE 


Abundance TIC: 773922.DWata.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


773922.D 


Mon Sep 19 11:28:15 2011 


Page 1 


Corbett email PRR 008493 





Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\02_26__ll\773923 .D 
ASD/KAC 

26 Feb 2011 23:53 


ASD 

23 

VIAGRA.M 
RTE 


Abundance 


TIC: 773923.D\data.ms 



Ret. Time 


Area Area % Ratio % 


2.358 
24.174 
29.828 


184372 2.40 3.09 
1538667 20.03 25.82 
5958267 77.57 100.00 


773923.D Mon Sep 19 11:28:20 2011 
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Sample Name 


V : ASD 
















Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 

Date Acquired 
Sample Name 

K:\02 26 11\773923.D 
ASD/KAC 

23:B3 




Submitted by 

ASD 


Vial Number 

23 


AcquisitionMeth 

VIAGRA.M 


Integrator 

RTE 


Search Libraries: C;\Database\SLl.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 

PK# RT 

Library/ID 

CAS# Qual 

3 29.83 C 

::\Database\SLI.L 

SILDENAFIL 

139755-83-2 90 


SILDENAFIL 

139755-83-2 83 

Abundance 

Average of 29.199 to 30,229 min.: 

773923.D\data.ms (-) 

I 



80 


60 


40 


20 
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Corbett email PRR 008497 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMe th; 
Integrator : 


Data File; 

K:\02_26_11\773928.D 
ASD/KAC 

27 Feb 2011 3:04 

BLANK 
ASD 
1 

VIAGRA.M 
RTE 


Abundance tiC: 773928.DWafa.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


773928.D Mon Sep 19 11:28:40 2011 
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Area Percent / Library Search Report 


Information from Data Filei 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


K:\02_26_11\773929.D 

ASD/KAC 

27 Feb 2011 3:42 

SILDENAFIL STD 
ASD 
20 

VIAGRA.M 
RTE 


Abundance TIC: 773929.0\dafa.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


773929.D Mon Sep 19 11:28;44 2011 


Page l 
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Scan 4707 (30.025 min): 773929.D\data.ms 


i J Jk 84 J 119 166 184 297 225239253267 203297 312325338 354368381 , 474 

ry ri l iyi i 7 1 1 1 V? i } i t i 1 < i > 'j i 1 V‘r‘i‘ j r 1 x 1 ^ i t j i > i t | < ! t 1 [-r t i‘ 1 j ' |^■ r ■ vM - j ^^ r ^t^ T - Ty T-r T ^ rY '^^^T^T^T^y^ rr ‘^^^^ rp ^• | ^^^^ t j < 1 1 t j 1 1 t i j i 

20 40 ^0 80 JOO 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 480 

#210674: Viagra 


Ik ,1 .1 84 |j 119 166 197 225239 254267 ^^^297 ^^325338 355 381 | 
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